
HEAVY DUTY MILLE-TIE STRIP 


All the benefits of the Standard Mille-Tie: 



Featuring: 

Plus: 


^ 16ft (5 metres) of Cable Management in 22” (560mm) Strips. 

^ 28 Latching Cells per Strip. Cut and reuse again and again. 

^ Wider Heavier Format [50 lb (23 Kg) Load Strength - Secure Latch] 
^ Ideal to contain or suspend larger or heavier cable bundles. 

Mounting and fixing holes on every cell. 

Special “All Weather” polymer blend. 



Each strip can accommodate 6” (1 50mm) diameter 
bundles. Join strips together for even longer runs. 
Plus suspend up to 50 lb (23 Kg) in weight without 
crushing the cable (using a secure latch). 

Risers 



Heavy Duty Mille-Tie grips and holds riser bundles 
without risk of slip or crush. This new heavier 
format reduces risk of cable sag. 


Mounting Points 



Each cell on the Heavy Duty tie contains an integral 
0.1” (4mm) Fixing Hole, proving a fast and effective 
way to hook, screw, nail or pin the tie in place. 


Suspension 



Grip, support or suspend cable via new fixing holes 
or double loop. (Suitable for Non Fire Restricted 
Cable Applications.) 


All Weather Design 



New UV and Bacterial resistant polymer means 
this heavy duty Mille-Tie is ideal for use in almost 
any outdoor environment. 


Temporary Work 



So easy to latch and unlatch. Heavy Duty Mille-Tie 
makes the ideal temporary management system 
during installation. 


Product Code : HDMT-BK10-US Available from all Millepede Mille-Tie distributors, or samples via www.millepede.com 

1 6ft (5m) of Heavy Duty Mille-Tie Strips Millepede us inc : 1000 Pennsylvania Avenue, West 

1 0 X 22 (560mm) Strips (888^815-6455 (toil free - US only), (814)-723-2092 (direct & Canada) 



